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BOROUGH  OF  MONMOUTH 


21st  July,  1967* 

The  Mayor,  Aldermen,  and  Councillors  of  the  Borough  of  Monmouth. 
Ladies  and  Gentlemen, 

I have  the  honour  to  present  to  you  the  Annual  Report  on  the 
Health  and  Sanitary  Conditions  of  the  Borough  for  the  year  ended 
j51st  December,  I966, 

The  health  of  the  Borough  v;as  satisfactory. 

I would  like  to  take  this  opportunity  to  thank  Mr*  Haigh 
for  his  help  and  co-oxoeration. 


I remain, 

lour  obedient  Servant, 


E.  N.  DOWELL 


Medical  Officer  of  Health 


MONMOUTH  BOROUGH  1966 

STATISTICS 

The  estimated  mid-year  population  v/as  ^,8^0,  In  19^5 
it  was  9j830*  The  natural  increase,  i.e.  the  figure  that 
the  nttmbe'r  of  births ’exceeds  the  number  of  deaths,  was  9» 


Births 

Live  Births 

Males 

Females 

Total 

Legitimate 

38 

81 

Illegitimate 

3 

2 

5 

Of  the  above 

, only  21 

were  registered  with 

the 

local 

Registrar, 

The  highest 

number  of 

births  recorded  sice 

1950 

was  111 

in  1952  and  the  lov/est  was 

73  in  1959* 

The  live  birth  rate  per  1,000  of  population 

for 

Monmouth 

shire  was  17*88  . 

Still  Births 

Males 

Females 

Total 

Legitimate 

2 

2 

The  following  are  details  of  transferable  stillbirths  as 
supi^lied  by  the  Registrar  General: - 

(i)  Male  Placental  dysfunction 

Ante.-partum  haemorrhage  with  breech 

(ii)  Male  Pre-natal  seperation  of  x^lacenta  causing 

ante -par turn  haemorrhage 

There  were  no  stillbirths  in  19^0,  1962  and  196^,  In 
1952,  1953?  1961  and  1963?  three  stillbirths  were  recorded. 
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INFANT  MORTALITY 


Deaths  of  Infants ■ uader  -one  year  of  age 


Males  ■ 

Females  Total 

Legitimate’ 

1 

1 

2 

Ille 

gitimate 

1 

- 

■ 1 

The  following  gives  a 

list  of  the  deaths  of  infants  under 

one 

year  of  age, 

giving  age 

at , and 

cause  of  death:- 

(•i> 

Male 

1 day 

1(a) 

Pulmonary  atelectasis 

11 

Cardiac  failure 

(ii) 

Female 

2 v/eeks 

1(a) 

Bronchopneumonia 

11 

Prematurity 

(iii 

) Male 

45  mins . 

1(a) 

Cerebral  haemorrhage 

(b) 

Breech 

11 

Tv/in  delivery 

There  were 

no  deaths  of  infants 

under  one  year  of  age  in 

i960 

and  1961. 

There  were 

5 deaths 

in  1951. 

DEATHS 

Males 

Females 

Total 

32 

45 

77 

There  v;ere  5^  deaths  in  1959  and  9^+  in  1965*  There  were 
k deaths  attributed  to  malignant  disease  of  lung  in  1956. 

The  death  rate  per  1,000  of  population  for  Monmouthshire 
was  15*59  . 
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DEATHS  IN  MONMOUTH  BOROUGH  I966 


The  following  table.  gives.  a .classification  of  the  cause  of 
death  and  the  number  attributed  to  each  cause 


Other  infective  and  parasitic  diseases 

Malignant  neoplasm,  lung,  bronchus 

Malignant  neoplasm,  uterus 

Other  malignant  and  lymphatic  neoplasms 

Leukaemia,  aleukaemia 

Diabetes 

Vascular  lesions  of  nervous  system 

Coronary  disease,  angina 

Hypertension  with  heart  disease 

Other  heart  disease 

Other  circulatory  disease 

Pneumonia 

Bronchitis 

Ulcer  of  stomach  and  duodenum 
Nephritis  and  nej).hrosis 
Other  defined  and  ill-defined  diseases 
All  other  accidents 


Males 

6 

2 

3 

7 

1 

2 

1 

3 

1 

1 

k 


Females 


1 

1 

4 

1 

10 


8 

2 

3 

2 

1 

1 

2 

1 


Total  all  causes 


32  45 


GENERAL  EPIDEMIOLOGY 


Diphtheria 

For  fifteen  consecutive  years,  no  case  has  been  notified. 


Diphtheria  Immunisations 

During  the  year  107  children  were  imuiunisod  against  diphtheria. 
In  1965  the  number  of  iranmnisations  was  76, 

Of  the  number  immunised,  26  were  babies  born  in  I966  and 
58  were  born'  in  1985» 

Vaccinations  Smallpox 

During  the  year  I88  primary  vaccinations  were  completed* 

In  1965  there  were  only  38  vaccinations. 

Poliomyelitis 

For  nine  consecutive  years  no  case  has  been  notified.  In 
1957  three  confirmed  cases  were  discovered  and  a fourth  was 
diagnosed  as  Lymphocytic  Meningitis,  probably  Poliomyelitis, 

Previous  to  this,  for  six  years,  only  one  unconfirmed  case  was 
notified. 

Food  Poisoning 

For  the  second  consecutive  year  no  case  was  notified. 
Tuberculosis 

There  were  no  notifications  of  a primary  case  of  tuberculosis. 
In  195^  there  were  19  notifications. 

Public  Health  (Leprosy)  Regulations 

Copies  of  the  above  regulations  were  sent  to  the  local 
doctors . 
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SANITARY  CIRCUI'iSTAlICES  OF  THE  AI?EA 


'MTER 


The  main  water  supjply  of  the  town  is  supplied  by  the 
'Yales  Gas  Board,  Monmouth  Gas  & Water  Undertaking.  There 
are  three  seperate  sources  of  supply 

(1)  High  Pressure,  Buckholt 

(2)  Low  Pressure,  Buckholt 

(3)  River  from  Mayhill 

( 1 ) High  Pressure,  Buckholt 

Supplies  110,000  galls . per ' day . 

Source 

The  known  source  is  a sxjring  in  an  opening  in  the  rock 
formation  in  a large  quarry  situated  in  vvoodland  owned  by  the 
Monmouth  Gas  and  Water  Undertaking.  This  land  is  fenced  off. 

The  possibility  of  contamination  at  source  is  reduced  to 
animal  wild  life.  The  gathering  grounds  consist  of:- 

(a)  Woodland; 

(b)  Agricultural  land  forming  sides  of  hill. 

As  scoring  is  near  top)  of  a syncline  in  the  rock  formation 
it  is  iDossible  that  there  may  only  be  contamination  from  this 
agricultural  land  during  heavy  rainfall. 


Collection,  Purification  and  Distribution 


Water  from  gathering  grounds  drains  to  inaccessible  chamber 
buried  under  road,  and  to  collection  chambers  within  boundary 
of  plot  of  land  evened  by  the  Undertaking. 

The  V\/ater  is  piped  from  these  collecting  chambers  to 
storage  tanks. 

Water  is  chlorinated  by  Gas  Chlorination. 

The  chlorinated  water  passes  from  storage  tanks  to  main 
to  Buckholt  Water  ‘Works.  Here  it  is  filtered  and  passed  out 
to  town  mains. 
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At  Highfield  Road  tHis  supply  is  fed  into  71?, 000  gallon 
storage  tanks  which  feed  Osbaston  and  tov/n,  including  the 
Kymin,  via  hydrostat,  and  Wyesham. 

( 2 ) Low  Pressure,  Buckholt 

Supplies  2'i1 , 000  galls,  per  day. 

Source 

The  origin  of  source  is  unknown,  gathering  grounds  are 
propbably  Buckholt  V/oods. 

Collection,  Purification  and  Distribution 

Spring  water  collects  in  chamber  by  side  of  road  below 
Cider  flill  Cottage  and  is  piped  to  Buckholt  .k'ater  ji/orks. 

Here  it  is  chlorinated,  then  passed  through  slow  sand  filters 
and  into  the  town  mains.  These  mains  go  across  country  to 
Leasbrook  Lane  and  feed  Dixton  Load,  etc. 

'Hater  ‘.7orks,  Buckholt 

These  consist  of:- 

(1)  High  Pressure  filter 

(2)  Two  slow  sand  filters 

(3)  Drip  feed  chlorination.  Chlorine  solution 

made  from  chloride  of  lime. 

(3)  Mayhill  Supply 

Supplies  171,000  galls,  per  day 
This  is  mainly  river  water  pumped. 

./ater  ■ VJorks  , Mayhill 


These  consist  Of:- 

(1)  Storage  tank,  2T5,000  gallons 

(2)  Two  slow  sand  filters 

(3)  Chlorination  tanks 

(4)  Clea.n  water  storage,  12,000  gallons 

The  v/ater  passes  through  sand  filters,  is  chlorinated 
by  Gas  Chlorination  in  clean  v/atcr  storage  tanks. 

The  suxcply  was  regularly  sampled  for  bacteriological 
examination  and  ofbl'  samples  taicen  59  were  satisfactory 
2 v/ere  unsatisfactory. 
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G©  leral  Remarks- 


During  the  year  progress  was  made  on  the  planning 
of  tvifo  new  c fean  water  storage  reservoirs  to  increase 
supplies  to  the  town. 

Rockfield  and  Brook  Estates  continued  to  have 
■water  shortage  difficulties  and  it  is  hoped  the  new 
supply  will  alleviate  this  problem. 
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DRAINAGE  AND  SEv7ERAGE 


new  houses  and  flats  were  connected  to  the  seuver; 

2 new  housQBV/-rc  connected  to  a septic  tank. 

The  first  sewerage  system  of  the  Borough  came  into 
operation  in  1897;  it  was  a combined  system  and  still  exists. 
Several  alterations  have,  however  since  been  made. 


(1)  Overmonnow  and  Brook  Estate  have  been  modified 

to  a seperate  system. 

(2)  Three  areas  drained  in  seperate  systems  have 

been  connected  to  the  system: - 

(a)  Nev;  housing  scheme  at  Brook  Estate 

(b)  Development  at  Old  Hereford  Road 

(c)  i//yesham  and  Victoria  Estates. 


The 

relieved 


combined  sevi^ers  of 
by  three  stormwater 


the  central  area  of  the  town 
overflows  sited  as  follows 


are 


( 1 ) Eastern  Gate 

(2)  Natkins'  Row 


(3)  Chippenhamgate  Street 


these  discharge  the  storm  water  into  the  River  Wye. 

All  sev/ers  on  the  west  side  of  the  Wye  drain  by  gravity 
to  a pumping  station  sited  in  the  eastern  corner  of  the  Cattle 
Market,  v^hence  sewage  is  lifted  by  means  of  two  manually 
operated  electrically  driven  pumps  and  pumped  to  treatment 
works  situated  on  the  eastern  side  of  the  Monm.outh  By-Pass. 
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Chippenham  Treatraent  ',/orks 

The  Chippenham  treatment  vYorks  consist  of:- 

(a)  Two  settling  tanks 

(b)  Twelve  contact  beds 

(c)  Tviro  sludge  lagoons 

These  works  arc  sixty  years  old  and  out  of  date  and  are- 
unable  to  deal  with  the  sewage  in  a satisfactory  manner. 

Redbrook  Road  v'Jorks 

Sewage  on  east  side  of  Wye  gra.vitates  to  a position  near 
the  opening  to  the  present  inverted  syphon  on  the  east  bank 
of  the  River  Wye.  A icumping  station  has  been  constructed 
on  Corporation  land  behind  the  Monmouth  School  pavilion. 

A iDumping  main  has  been  laid  across  the  School  playing  fields, 
following  the  line  of  the  old  sewer,  to  the  Redbrook  Road 
and  along  the  road  to  the  treatment  works. 

The  works  consist  of:- 


Number  Number  when  all 

Phase  1 Phases  complete 


Description 


2 

A 

k 

6 

12 


Detritus  Chambers  & Screens 

Settlement  Tanks 

Filter  Beds 

Humus  Tanks 

Sludge  Beds 


together  with  various  pumps  and  mains  at  the  treatment  \;orks. 

Sewage  first  goes  to  the  detritus  chambers  and  screens 
where  large  solids  are  screened  and  passed  direct  to  the  sludge 
drying  beds.  Sewage  passing  through  the  detritus  screens 

t to  the  settlement  tank  where  biological  action  takes 
place  and  the  solids  left  again  go  through  to  the  sludge  drying 
beds.  Liquid  sewage,  with  suspended  solids,  from  the  settle- 
ment tanks  is  then  passed  through  to  the  filter  beds. 


10 


Bacteriological  action  takes  place  in  these  beds  further 
breaking  down  the  liquids  into  non-noxious  parts.  From 
the  filter  beds  the  liquid  goes  to  the  humus  tamlcs  where 
all  remaining  suspended  solids  are  precipitated  and  passed 
to  the  sludge  drying  bods.  The  remaining  liquid,  which 
is  now  virtually  pure,  is  then  discharged  into  the  river. 

Any  liquid  remaining  in  the  sludge  drying  beds  drains  off 
and  is  passed  back  for  further  treatment.  The  sludge  when 
dry  is  removed. 

The  works  operated  satisfactorily  throughout  the  year, 
the  Royal  Commission  standards  being  obtained  for  final 
effluent . 

Sewage  Disposal  - Nev;  V^Jorks 

Work  continued  on  the  extensions  to  the  Redbrook  Road 
sewage  v/orks , laying  of  new  pumping  main  and  erection  of 
pumping  station  at  Chippenham. 

Unfortunately  whilst  extensions  at  Redbrook  Road  Works 
were  completed  the  contractors  failed  to  cross  the  River 
Wye  with  the  pumping  main. 

Chippenham  Works 

The  effluent  continued  to  be  unsatisfactory  and  steps 
to  cease  using  these  works  have  been  taken. 

Unsewered  Areas 

There  still  remains  three  areas  of  the  tov\/n  without  a 
seviferage  system,  namely: - 

(a)  Northern  area  - Manson  Cross,  Manson  Heights,  and 

Man son  Lane; 

(b)  Osbaston  - the  conditions  at  Prospect  Road  and  St. 

Mary's  ’Well  Road  area  are  most  unsatisfactory  due 
to  the  nature  of  the  soil  and  slope  of  the  land, 
the  effluent  from  most  septic  tanks  breaks  out 
to  the  surfa.ce; 


(c)  Leasbrook  Lane  and  the  lower  half  of  Dixton  Road 

Theses  properties  are  served  by  individual  septic  tanks 
constructed  and  maintained  by  the  user.  Outside  the  areas 
already  discussed  are  scattered  cottages,  some  of  which  have 
septic  tank  drainage,  the  remainder  using  chemical  and  bucket 
closets . 
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PUBLIC  CLLAITSING 


The  total  area  of  collection  remains  the  same  as  for 
previous  years. 

REFUSE  COLLECTION  ■ ■ 

VJeekly  collection  is  made  to  most  of  the  area,  certain 
outlying  areas  receive  a fortnightly  collection.  All 
business  premises  in  the  centre  of  the  town  receive  two 
collections  weekly. 

The  use  of  paper  sacks  has  been  extended  to  allaew  council 
property  and  has  proved  satisfactory. 


REFUSE  DISPOSAL 


The  disposal  of  refuse  is  still  far  from  satisfactory. 

Much  discussion,  enquiries  and  investigations  were 
carried  out  during  the  year,  and  the  possibility  of  incin- 
eration v/as  X'^ursued.  Several  Members  visited  Andover  to 
see  an  incinerator  and  were  suitably  impressed. 

The  Public  Health  Committee  then  decided  to  carry  out 
refuse  dis]posal  by  incineration.  No  definite  results 
had  been  reached  by  the  end  of  the  year,  and  discussions 
still  continue  on  the  same  question  of  refuse  disposal. 
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HOUSING  STATISTICS 


Number  of  houses  owned  by  the  Loca.1  Authority:- 

(1)  Under  the  Housing  Acts  652 

(2)  Other  Powers  A 

Number  of  houses  erected  during  the  year : - 

(a)  By  Local  Authority  22 

(b)  By  other  Bodies  and  Persons  31 

Total  53 

Of  this  number  the  following  were  erected  with 

State  Assistance  under  Housing  Acts:- 

(a)  By  Local  Authority  Nil 

(b)  By  other  Bodies  and  Persons  Nil 

1.  Inspection  of  Dweliinghous os  during  the  year. 

(a)  Total  number  of  dweliinghous es  inspected 

for  defects  (under  Public  Health  Acts  or 
Housing  Acts)  10 

(b)  Number  of  Inspectiuons  made  for  the  purpose 

2.  Remedy  of  defects  during  the  year  without 

service  of  Formal  Notic>-s 

Number  of  defective  dwellinghouses  rendered 

fit  in  conseq^uence  of  informal  action  by  the 

Local  Authority  or  their  Officers  2 

3.  Action  under  Statutory  Pov;ers  during  the  ye3.r 

(1)  Proceedings  under  Sections  9?  10  of  the 
Housing  Act,  1957 

(a)  Number  of  dwellinghouses  in  respect  of 
v/hich  notices  were  served  requiring 
repairs  Nil 

(2)  Proceedings  under  Public  Health  Acts 

(a)  Number  of  dvveilinghouses  in  resioect  of 
which  notices  were  served  requiring 
defects  to  be  remedied  Nil 
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3»  (2)  (b)  Number  of  dwellinghouses  in  which 

defects  viere  remedied  after  service 
of  Formal  Notice. 

(i)  By  the  Ovmers  Nil 

(ii)  By  the  Local  Authority  in  the 

Default  of  Owners 

(3)  Proceedings  under  Section  17  of  the 
Housing  Act,  1936 

(a)  Number  of  dwellinghouses  in  respect  of 

which  Demolition  Orders  were  made  Nil 


(b)  Number  of  dvi/ellinghouses  demolished  in 

pursuance  of  Demolition  Orders  1 

(c)  Undertakings  given  and  accepted  Nil 

(d)  Number  of  seperate  houses  or  underground 

rooms  in  respect  of  v\/hich  Closing  Orders  8 

were  made 

(e)  Number  of  seperate  houses  or  underground 

rooms  in  respect  of  which  Closing  Orders  Nil 


were  determined,  the  house  or  room  having 
been  rendered  fit 

(4)  Clearance  Area  - Houses  demolished 

(3)  Unfit  houses  purchased  by  agreement  and 
demolished 


Nil 
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4,  Improvement  Grants 

The  use  of  improvement  grants  to  bring  houses  up  to 
modern  standards  is  still  being  encouraged. 


Standard  Grants  - 3 


Discretionary  Grants  - 3 


CAl^AVM  MD  CArlPING  SITES 


Site 

No.  of  Vans 

■J. 

Cs. 

Taps 

Gullies 

Bins 

Drybridge  Street 

15 

1M 

1F 

2 

2 

Old  Hadnock  Road 

8 vans 

5 tents 

1M 

2F 

n 

C, 

2 

3 

■'Riverside'',  Ilomesteac 
Old  Hadnock  Road 

12 

3M 

3F 

4 

8 

9 

lilng' s Orchard,  Mansor 

6 

1M 

1F 

1 

1 

3 

The  above  are  licenced  sites;  besides  these  several 
fields  adjoining  the  river  are  used  by  Exempted  Organised 
Bodies.  The  number  of  tents  on  these  sites  varies  considerably 
from  2 to  30. 


oWIM'iING  POOLS 


There  are  now  three  pools,  one  at  Monmouth  School  for 
Girls,  one  at  Monmouth  School  and  one  owned  by  the  Monmouth 
and  District  Swimming  association. 

Several  visits  v;ore  paid  and  v/ater  examined;  all  vi'ere 
satis  factory . 


SCHOOLS 


All  schools  are  on  the  main  sev/erage  system,  and  all 
schools  arc  on  the  main  water  supply.  Samples  of  milk  and 
•../ater  v/ere  taken  periodically  by  Monmouthshire  County  Council. 
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INSPECTIQrl  AND  SUPERVI3I0K  OF  FOOD 

’'vUisound  Food 


The  following 

mi 

-sccllaneous 

foodstuffs  were 

condemned : - 

Meat 

37 

tins 

Fish 

'i-2 

tins 

Fruit 

48 

tins 

Tomatoes 

36 

tins 

Vegetable 

3? 

tins 

Mis  c e 1 1 an  e 0 u s 

17 

tins 

Distribution  of  Food 

Premises  by 

Trades 

Butchers 

12 

Fishmongers 

2 

Greengrocers 

6 

Grocers 

11 

General 

19 

Hotels 

4 

Guest  Houses 

4 

Licenced  Premis 

cs  35 

Clubs 

4 

Schools 

7 

Fish  & ChiiD  Shops 

3 

Cafes 

9 

Bakers 

3 

Miscellaneous 

Poultry  Preparing 
Premises 

1 

Total 

125 

Premises  Rep:istered  under  Foods  and  Dru.t^s  Act,  1933  S.16 

Ice  Cream  Premises  28 

Fish  and  Chip  Sho]ps  3 

Sausage  E;  Cooked  Meats  9 

Disposal  of  Condemned  Food 

The  unsound  food  from  shops  is  disposed  of  at  the  Refuse 
Tip,  Brooksholme  by  incineration. 
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ANNUAL  REPORT  ON  RATS  Al'fD  MICE 


Prevention  of  Damage  by  Pests  Act, 

Year  Ended  31st  December,  I966 


Properties  other  than  Sewers 

I 

Type  of  Property  ■ 

Non- 

Agricultural  Agricultural 

1 . Number  of  properties  in 
district 

2,379  26 

2 . a 

Total  number  of  properties 
(including  nearby  premises) 
inspected  following 
notification 

9-00 

b 

Number  infested  by  (i)  Rats 

380 

(ii)  Mice 

10 

3.  a 

Total  number  of  properties 
inspected  for  rats  and/or  mice 
for  reasons  other  than 
notification 

10 

b 

Number  infested  by  (i)  Rats 

380 

(ii)  Mice 

10 

Sewers 

4.  j'/ere  any  sewers  infested  by  rats 
during  the  year? 
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FACTORIES  ACTS,  1937  & 19^8 


1.  Insxaections  for  ]purposes  of  provisions  as  to  health 
(including  inspections  made  by  Public  Health  Inspectors) 


Premises 

“1 

u o . on 
Register 

Number  c 
Inspections 

)f 

Written 

notices 

■ 

Occupiers 

Prosecuted 

Factories  in  which 
Sections  1 , 2 , 3 s ^ 
and  6 are  to  be 
enforced  by  Local 
Authorities 

5 

Nil 

■ Nil 

Factories  not  in- 
cluded above  in 
which  Section  7 

IS  enforced  by 

Local  Authority 

^7 

Nil 

Nil 

Other  premises  in 
which  Section  7 
is  enforced  by 

Local  Authority 
(Excluding  out- 
workers' premises) 

Nil 

Nil 

Nil 

Nil 

Total 

52 

-L. 

' 

Nil 

Nil 
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2 


Cases  in  v\fhicli  defects  v;ero  found 


(If  defects  are  discovered  at  the  premises  on  tv/o,  three  or 
more  separate  occasions  they  should  be  reckoned  as  ti70,  three 
or  more  separate  "cases’k) 


. 

I 

I 

j 

No.  of  cases  in  which  defects 

v;er  e : - 

Number  of 
cases  in 
which 

prosecutions 
v;ere  instituted 

Found 

i 

! 

i 

Remedied 

Referred 

To  H.M. 
Inspector  j 

By  K.M. 
Inspector 

Want  of  Clean- 
liness (S.1) 

Overcrowding 

(S.2) 

Unreasonc'.ble 

temperature 

(s  .3) 

Inadequate 

ventilation 

(S.4) 

Ineffective 
drainage  of 
floors  (S.6) 

Sanitary  con- 
veniences ('i.?) 

a.  Insufficient 

b.  Unsuitable  or 
defective 

c . Not  sep  orate 
for  sexes 

1 

Other  Offences 
against  the  Act 
(not  including 
offences  relat- 
ing to  Outv/ork) 

Total 

Nil 

Nil 

i Nil 

j 

1 

Nil 
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THE  OFFICES,  SHOPS  AST)  RA.IMAY  PREMISES  ACT  19^3 


Inspections  have  been  made,  but  unfortunately  these  once 
again  were  in  the  course  of  visits  for  other  purposes  and  not 
routine . 


There  is  therefore  no  guide  as  to  any  improvement  achieved 
by  the  Act. 


i TABLE  A REGISTRATIONS  AND  GENERAL  INSPECTIONS 

j Totals  *(1) 

*(2) 

*(3) 

*(^) 

Offices 

28 

28 

10 

Retail  Shops 

8o 

8o 

20 

Wholesale  shops,  warehouses 

k 

A 

1 

Catering  establishments  open 

to  the  public,  canteens'13 

13 

2 

Fuel  Storage  Depots 

2 

2 

Nil 

1 

*(1)  Class  of  premises 

*(2)  Number  of  premises  registered  during  the  year 
*(3)  Total  number  of  registered  premises  at  the  end  of  year 
*(4)  Number  of  registered  p)remises  receiving  a general  insx)ection 
during  the  year 

TABLE  B NUMBER  OF  VISITS  OF  ALL  KINDS  BY 
INSPECTORS  TO  REGISTERED  PREMISES 


59 


TABLE  C ANALYSIS  OF  PERSONS  EMPLOYED 
PREMISES  BY  V/ORKPLACE 

IN  REGISTERED 

Class  of  Workplace 

Number  of  persons 
employed 

Males 

Females 

Offices 

8 

72 

Retail  Shops 

1^-1 

2^7 

iJholesale  departments,  warehouses 

2A 

21 

Catering  establishments  open  to  the 

public 

32 

138 

Canteens 

Nil 

Nil 

Fuel  Storage  Depots 

3 

Nil 

Total 

203 

A78 

Total  Males  and  Fema.les 

636 
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